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ANNUAL  REPORT 
- of  - 

THE  MEDICAL  OFFICER  OF  HEALTH 


LIBRARY 


- of  - 

THE  ALCESTER  RURAL  DISTRICT  COUNCIL. 


For  the  Year  ending  December,  3ist.  1937. 


Mr. Chairman  & Gentlemen, 

I have  the  honour  to  present  my  Annual 
Report  for  the  Year  ending  December  31st,  1938'. 

SECTION  "A" 

STATISTICS  & SOCIAL  CONDITIONS  OF  THE  AREA. 


Area  (in  acres) 

37,542. 

Registrar-General’ s Estimate  of 
resident  population  - mid. 1937* 

11,650. 

Number  of  inhabited  houses  (end 
of  1937)  according  to  Rate  Books 

1*  3,435- 

Rateable  Value 

£38,907. 

Sum  represented  by  a penny  rate 

£1 49. 11.  Id 

Agriculture  is  the  chief  industry  of  the  area  and  there  are 
factories  at  Alcester,  Samboufne  and  Studley  where  the 
manufacture  of  Furniture,  needles,  Novelties,  wire-drawing 
and  Spring-making  is  carried  out. 

The  extent  of  unemployment  is  estimated  to  be  5%  of  the 
population. 
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EXTRACTS  FROM  VITAL  STATISTICS  OF  THE  YEAR. 

M.  P. 


Live  Births  Legitimate)  1 60 

Illegitimate)  9 

Still  Births. 

Legitimate)  5 

Illegitimate)  0 

Deaths.  1 76 


7 6 84  Birth  rate  per  1000 

5 4 of  the  estimated 

resident  population 
3 2 =14-5. 

Rate  per  1,000  total 
0 0 (Live  & still) 

Births  s 1 4. 9. 

97  79  Death  Rate  per  1,000 

of  Estimated 
resident  population 
= 15.1. 


Deaths  from  Puerperal  Causes. 


Puerperal  Sepsis  None 

Other  Puerperal  Causes  None 


Death  Rate  of  Infants  under  1 year  of  age. 


M.  P.  Total 


All  infants  per  1,000  live  "births  5 5 10 


59.2. 


Legitimate  Infants  per  1,000 
legitimate  live  hirths 

Illegitimate  infants  per  1,000 
illegitimate  live  "births 


5 3 8 


2 2 


50.0. 

222. 2. 


Deaths  from  Cancer  (all  ages)  11 

" " Measles (all  ages)  1 

" ” Whooping  Cough  (all  ages)q 

" ” Diarrhoea  (under  2 years)  none. 


There  has  "been  no  unusual  or  excessive  mortality  during  the 
year.  No  conditions  either  of  occupation  or  of  environment  appear 
to  have  had  any  prejudicial  effect  on  the  health  of  the  inhabitants 
neither  is  there  any  evidence,  statistical;  or  otherwise,  that 
unemployment  has  exercised  any  significant  influence  on  the  health 
or  physique  of  children  or  adults. 

SECTION  "B" 

GENERAL  PROVISIONS  OP  HEALTH  SERVICES  FOR 
THE  AREA. 

1.  Public  Health  Officers  of  the  Authority: - 

MEDICAL  (a)  Wholetime  Officers. 

The  Sanitary  Inspector  who  holds  the 
Certificate  of  The  Royal  Sanitary  Institute 
and  the  Sanitary  Inspectors'  Examination 
Board,  London. 
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Part-time  Officers. 


(b( . 


1.  The  Medical  Officer  of  Health. 

2.  The  Vierinary  Inspector  for  Meat  Inspection 
appointed  "by  the  Alcester  Rural  District  Council. 

(c)  LABORATORY  FACILITIES. 


There  has  heen  no  change  in  the  arrangements 
made  for  the  examination  or  analysis  of  clinical  material 
(sputum,  swabs  etc.)  water,  milk  and  food  stuffs. 

(d)  AMBULANCE  FACILITIES. 

There  has  been  no  change  made  in  the  Ambulance 
facilities  in  the  Area  during  the  Year. 

(e)  NURSING  IN  THE  HOME. 

No  changes  have  been  made  in  the  arrangements 

in  the  area  for’- 

(a)  General  Nursing. 

(b)  Nursing  of  Infectious  Diseases. 

(f)  TREATMENT  CENTRES  & CLINICS. 

No  new  clinics  or  treatment  Centres  have  been 
provided  during  the  #ear.  Those  at  Alcester,  Bidford-on-Avon 
and  Great  Alne  continue  as  before. 

(g)  HOSPITALS. 


Public  & Voluntary.  There  has  been  no  change  in 
the  Hospital  Services,  Public  or  Voluntary  either  within  or 
without  the  Area  during  1937- 

2.  Medical  Officers  of  Health  of  Mtaernity  and  Child  Welfares 
Authorities. 

All  appointments  and  provisions  are  made  by 
the  Warwickshire  County  Council. 

3.  No  action  has  been  taken  undei*  the  Nursing  Home  Registation 
Act  1927  during  the  year  and  no  arrangements  have  been  made 
for  the  supervision  ofidmaternity  and  other  Nursing  Homes 
registered  under  the  Act. 


SECTION  "C"- 

SANITARY  CIRCUMSTANCES  OF  THE  AREA. 

1.  WATER. 

No  new  sources  of  water  supply  were  obtained  and  no 
important  extensions  to  the  mains  were  carried  out  during  the 
year.  The  only  extension  of  a water  main  was  at  Studley  where 
about  300  yards  of  a 3n  main  was  laid  along  Node  Hill.  The 
piped  supplies  in  Alcester  and  Studley  have  been  satisfactory 
both  in  quantity  and  quality.  The  Great  Alne  supply  is  not 
of  such  good  quality  as  the  other  piped  supplies,  but  on  the 
whole  is  not  unsatisfactory. 

The  proposed  scheme  for  the  supply  of  water  to  Bidford-on- 
Avon  and  Salford  Priors  was  practically  ready  for  advertisement 
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for  tenders  "by  the  end  of  the  year. 

The  water  supplied  to  Studley  "by  the  East  Worcestershire 
V/aterworks  Company  is  examined  "both  chemically  and  bacteriol- 
ogically  four  times  a year.  The  result  of  the  analyses  is 
as  follows :- 

Copy  of  Analysis  from  the  East  Worcestershire  Waterworks  Co. 


June  1957. 

Parts  per  100,000 

Solids  in  Suspension  (dried  @ 100  c)  none. 

Solids  in  Solution,  dried  at  100  c.  16 

Solids  in  Solution  Appearance 

Solids  in  Solution  after  Ignition  12 

Behaviour  of  Solids  on  Ignition. 

Phosphates 

Chlorine  calculated  as  Common  Salt 
Free  and  Saline  Ammonia 
Alhuminoid  Ammonia 

Oxygen  absorbed  in  four  hours  at  27  C. 

Nitrogen  in  Nitrates 


Colour 

Deposit 

Smell 


2.  6 
0.002 
0.001 
0.01 
Trace 
Clear 
None 
None 


H ardness 

- Permanent  - 6 

Clark.  Gelatine  cult  per 

One 

m.  1. 

Temporary  - 4 

” 2 days  Agar  at  37%  0 

nil 

ti 

" ” M 22  C 

27 

it 

Total  10 

" Coli  Aerogenes 

group 

nil 

100" 

Poisonous 

Metals  - None 

B. Typhosus 

n 

100” 

B. Welchii 

it 

250” 

Streptococci  - not  detected. 


Remarks?-  The  above  sample  of  water  has  been  subjected  to 
a Chemical  Analysis  and  to  a Bacteriological  Examination 
with  the  result  that  there  is  no  evidence  of  contamination. 
The  water  is  of  good  quality  and  fit  for  drinking  purposes. 


The  water  supplied  both  to  Alcester  and  Great  Alne  are  not 
regularly  examined  either  chemically  or  bacteriologically. 


II.  DRAINAGE  AND  SEWERAGE. 

Studley;  i new  sewer  was  laid  at  Node  Hill  and  the 
Sewage  Disposal  Works  were  completed. 

The  works  comprise  Detritus  Tanks  in  duplicate 
two  rectangular  continuous  Settling  Tanks  equal  to  1 5 hours 
dry  weather  flow,  a Storm  Water  Treatment  Tank,  four  Percolating 
Filters  capable  of  treating  120,000  per  day  and  Humus  Tanks  in 
duplicate  equal  to  3 hours  dry  weather  flow.  The  sledge  from 
the  Tanks  is  pumped  to  a sludge  digestion  tank  and  this  digested 
sludge  is  re-pumped  on  to  drying  beds.  These  have  a capacity 
of  400  square  yards,  equivalent  to  one  square  yard  per  ten 
persons  of  the  provided  population.  The  works  are  at  present 
receiving  only  70  to  80  thousand  gallons  of  sewage  per  day,  so 
that  they  should  meet  the  furure  needs  of  Studley  for  many 
years  to  come. 

Alcester:  Several  experiments  have  been  made  in  the 
treatment  of  sewage  at  the  Alcester  Sewage  Disposal  works: 

First:  Double  Filtration  of  the  effluent,  by  using  the  first 
filter  as  a primary  one  and  re-pumping  this  effluent  on  to  the 
nex#  filter,  was  tried  for  a fortnight,  and  good  results  were 
obtained.  Next,  dilution  was  tried,  the  existing  sewage 
being  diluted  to  the  extent  of  50%  by  the  addition  of  spring 
water.  This  too  gave  a good  effluent.  This  second  method 
being  more  economical  than  the  first,  will  be  adopted  when  the 
strength  of  the  sewage  requires  such  treatment: 
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Tabulated  belo?/  are  the  results  of  the  analyses  of  the 
samples: - 


RESULTS  EXPRESSED  IN  PARTS  PER  100,000. 

Received  on  26th  July,  1937- 

Descritpion.  Pinal  effluent  from  Alcester  sewage 

after  double  filtration. 


Free  and  Saline  Ammonia  0.031 

Albuminoid  Ammonia  0.096 

Chlorine  in  Chlorides  12.5 

Nitrogen  in  Nitrates  and 

Nitrites  5.2. 


Oxygen  absorbed  from  ) 

permanganate  at  80  F.S  0.854 
in  4 hours  ) 

Total  Solids  dried  at  100  C.  1 80 
Suspended  Solids  2 

Appearance  Slightly  bright  and  turbid, 

many  small  particles. 


very 


The  results  detailed  above  sho w that  double  filtration  has 
effected  a considerable  improvement  in  the  quality  of  the 
Alcester  effluent.  And  it  may  now  be  considered  to  be  in  a 
reasonably  satisfactory  condition  for  discharge  into  a stream. 


RESULTS  EXPRESSED  IN  PARTS  PER  100,000. 

Received  On  17th  August,  1937. 

Description  No.16  Alcester  Crude  Sewage  - diluted 

Settling  Tank  effluent  after 
Alumino  Ferric. 

Filter  effluent. 

Final  effluent  from  Humus  Tank. 


17 

18. 

19 


No.16. 

No. 17. 

No. 1 8. 

No.  19. 

Free  & Saline  Ammonia 

5.  050 

5.090 

0.010 

O.Olo 

Albuminoid  Ammonia 

1.  280 

0.  640 

0.240 

0.140 

Chlorine  in  Chlorides 

17.400 

16.  300 

11. 200 

10. 500 

Nitrogen  in  Nitrates 
& Nitrites 

Trace 

Trace 

1.750 

1.760 

Oxygen  absorbed  from 
Permanganate  at  80  : 

) 

F) 29.  666 

25.066 

2.473 

1.  580 

in  1+  hours. 

Total  Solids  dried  at 
100  C. 

) 

257.000 

259. 000 

219.0 

211.0. 

Suspended  Solids 

24.0 

15-0 

1 2.0 

3-0 

Appearance.  No.16 

Black  - 

Strong  sewage  odour.  Incubation 

unsatisfactory. 

17  Brown  and  turbid,  much  suspended  matter. 


Pyrolignious  odour.  Incubation 
unsatisfactory. 

18.  Brown  and  turbid,  many  large  particles 
Earthy  colour^  Incubation  satisfactory. 

19.  Brown  and  turbid,  very  many  large 
particles.  Slight  odour.  Incubation 
satisfactory. 


Oxygen  Impurity  Figure.  327.0  286.0  27*0  17*0 
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Digitized  by  the  Internet  Archive 
in  2016  with  funding  from 
Wellcome  Library 


https://archive.org/details/b2879803x 


The  percentage  purification  obtained  is  approximately  95^ 
calculated  on  the  original  sewage,  and  the  purification  achieved 
hy  filters,  calculated  on  the  sewage  after  alumino-ferric 
treatment,  is  90.5%*  In  the  case  of  the  four  samples  submitted 
on  July  1st,  this  last  figure  was  85 .8%,  but  in  considering 
these  figures,  the  fact  that  the  sewage  on  the  earlier  date  was 
much  stronger,  has  been  taken  into  account. 

The  method  now  adopted,  however,  judged  on  the  above  results 
yields  a much  more  satisfactory  effluent  than  anything  hitherto 
achieved. 

The  average  daily  dry  weather  flow  to  the  Alcester  Sewage 
Disposal  Works  varies  from  30  to  50  thousand  gallons.  For  a 
period  after  rain  a considerable  amount  of  infiltration  water 
gains  access  to  the  sewers.  During  the  time  the  dilution 
experiments  were  in  operation  the  flow  received  at  the  Disposal 
Works  varied  from  55  to  66  thousand  gallons  per  day.  In 
addition  to  the  experiments  upon  the  treatment  of  the  sewage 
careful  measurements  were  also  made  in  the  flow  of  the  sewage 
between  the  respective  manholed  in  the  system.  These  results 
are  tabulated  below; - 

ALCESTER  SEWERAGE. 

Rational  School  to  Works. 


Plows  24th  August,  1937- 


Manhole  46  to  45 

Time  in 
Minutes. 

15 

Theoretical 

Velocity. 

1.808 

Distance 
in  ft. 

728 

Actual 
Velocity 
in  ft. per 
sec. 

.a 

45 

27 

7 

1.  368 

285 

.68 

27 

25 

4 

1.403 

181 

.75 

25 

24 

2 

1.  089 

98 

.75 

24 

23 

2 

1.540 

100 

.84 

23 

22 

2 

1.026 

111 

.94 

22 

21 

2 

2.743 

96 

.71 

21 

20 

P— 

2.107 

107 

.65 

20 

19 

3 

0.9779 

119 

. 66 

19 

18 

24 

44 

44 

1.783 

112 

.74 

18 

17 

1.287 

142 

.53 

17 

16 

2.190 

174 

.65 

16 

15 

3i 

1 . 287 

142 

.70 

15 

6 

5 

0. 850 

184 

. 6l 

6 

5 

l\ 

1.799 

114 

.54 

5 

4 

1.  985 

235 

. 60 

4 

3 

5i 

1.724 

248 

.75 

3 

2 

10 

1.886 

310 

.51 

2 Screening 

20 

Syphon 

400 

.33 

Chamber. 
Kinwarton  Road. 
Manhole  31  to  30 

10 

1.990 

283 

.47 

30 

27 

14 

3.474 

559 

.97. 

Birmingham  Road. 

39  37 

32 

2.392 

430 

. 22 

37 

36 

29 

1.903 

364 

.21 

36 

35 

15 

2.421 

286 

.32 

35 

34 

20 

3.704 

660 

.55 

34 

33 

10 

2.  310 

335 

. 56 

33 

32 

7 

2.596 

245 

.58 

32 

6 

6 

2.  550 

185 

.51 

t 


Eve  sham  Street. 


Lamphole  to 
Manhole  43 

" 43  to  42 

42  41 

41  32 


Time  in 

Theoretical 

Distance 

Actual  Velocy. 

Minutes. 

Velocity. 

in  ft. 

in  ft. per  sec 

4 

1.  368 

253 

1.06 

12 

3. 106 

335 

. 46 

14 

3.  390 

237 

. 28 

6 

1 , 158 

87 

.24 

It  will  he  seen  that  the  actual  velocities  recorded  were 
generally  50^  under  the  theore&tca&lvelocity  calculated  from 
the  inclination  of  the  sewer,  due  to  retardation  of  flow  owing 
to  silt  deposits. 


A small  works  for  the  treatment  of  part  of  Wilmcote  sewage 
hy  land  irrigation  exists  in  the  parish  of  Aston  Cantlow.  All 
other  parts  of  the  area  are  drained  to  the  nearest  water  course 
or  river. 

III.  RIVERS  AND  STREAMS. 

No  action  has  been  taken  hy  the  Local  Authority  to  check 
the  pollution  of  rivers  and  streams  in  the  area,  so  far  as  is 
known,  the  rivers  and  streams  have  suffered  no  additional 
pollution. 

IV.  CLOSET  ACCOMMODATION. - The  following  is  a list  of  the  number 
of  houses  with  closets  of  each  kind  in  the  more  populated  parts 
of  the  district 


Water  Closets 

Pan  Closets 

Alcester 

600 

8 

Bidford 

150 

350 

Studley 

650 

124 

V.  PUBLIC  CLEANSING- 


The  arrangements  for  the  collection  and  emptying  of 
dustbins  in  the  area  is  very  unsatisfactory.  The  number  of 
houses  using  dustbins  has  considerably  increased  but  there  is 
still  only  one  reMsMefor  the  collection  and  removal  of  household 
refuse.  Dustbins  are  emptied  every  12  to  14  days,  whereas  they 
should  be  emptied  at  least  once  weekly. 


VI.  SANITARY  INSPECTION  OF  THE  AREA 

Beport  of  the  Sanitary  Inspector. 

Inspections  & observations. 


Inspections 

made. 


Informal 

Notices. 


Nuisances 
abated  after 
notice. 


Dwellinghouses(Eoul  Conditions 

100 

20 

20 

& Schools.  (Structural  Defects 

59 

30 

30 

Dairies  & Milk  Shops  20 

- 

- 

Cowsheds 

1 46 

— 

- 

Bakehouses 

8 

- 

- 

Canal  Boats 

- 

— 

- 

Ashpits  & Privies 

100 

100 

100 

Deposits  of  Refuse 
& Manure 

25 

10 

10 

Water  Closets 

50 

50 

50 

Slaughter  Houses 

300 

- 

- 

House  ( Defective 

30 

30 

30 

drainage  ( No  connection 

6 

6 

6 

( Other  faults 

2 

2 

2 
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Inspections  & observations. 

Inspections 

Informal 

Nuisances 

made . 

Notices 

abated  after 

Water  Supply 

260 

notice. 

Pigsties 

20 

12 

12 

Animals  improperly 
kept 

12 

12 

12 

Offensive  trades 

- 

- 

- 

Smoke  nuisances 

- 

- 

- 

Other  nuisances 

- 

- 

- 

— — — — 

1129 

272 

272 

(I)  SHOPS . 

It  has  not  been  necessary  to  take  action  under  the 
Shops  Act  (1934)  relating  to  ventilation  and  temperature  of 
shops  or  sanitary  conveniences. 

(II)  SMOKE  ABATEMENT . 

It  has  not  Been  necessary  to  take  any  action  of  any 
kind  during  the  year  with  a view  to  the  abatement  of  nuisanse 
from  smoke  in  the  area* 

(III)  SWIMMING-  BATHS  & POOLS. 

There  are  no  Public  or  privately  owned  swimming  baths 
or  pools  open  to  the  public  in  the  district. 

(IV)  ERADICATION  OF  BED-BUG. 

(a)  No  Council  Houses  have  been  infested  with  bed-bugs. 

(b)  Pour  other  houses  in  the  area  were  found  to  be  so 
infested  and  these  were  dealt  with  by  spraying  with 
a propiatary  insecticide*  In  no  case  hasmit  been 
found  necessary  to  disinfect  the  belongings  of 
tenants  for  vermin  before  removal  to  Council  Houses. 
Disinfection?  if  necessary?  would  be  carried  out 

by  the  Local  Authority  and  any  supervision  that  has 
been  necessary  was  carried  out  by  the  Staff  of  the 
Local  Authority. 

(V)  SCHOOLS. 

The  Sanitary  condition  of  the  Schools  in  the  area 
is  satisfactory.  The  Alcester  and  Studley  Schools  and  the 
Mental  Deficiency  Home  at  Sambourne  have  a piped  water  supply 
which  is  good. 

The  other  schools  in  the  district  are  supplied 
from  surface  wells?  which  are  more  or  less  contaminated. 

SECTION  "D" 

Inspection  of  dwellinghouses  during  the  year? - 

1 (a)  Total  number  of  dwellinghouses  inspected 
for  housing  defects  (under  Public  Health 

or  Housing  Acts)  50 

(b)  Number  of  Inspections  made  for  the 

purpose.  80 
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(2) .  (a)  Number  of  dwellinghouses  (included  under 

sub-head  1 on  previous  sheet)  which  vrere 
inspected  and  recorded  under  the  Housing 
Consolidated  Regulations  1925:  40 

(h^  Number  of  Inspections  made  for  the  purpose:  70 

(3)  Number  of  dwellinghouses  found  to  be  in  a state 
so  dangerous  or  injurious  to  health  as  to  be 

unfit  for  human  habitation:  20 

(1+)  Number  of  dwellinghouses  (exclusive  of  those 
referred  to  under  the  preceding  sub-head) 
found  not  to  be  in  all  respects  reasonably 
fit  for  human  habitation:  20 

II.  Remedy  of  defects  during  the  year  without  service 
of  formal  Notices . 

Number  of  defective  dwellinghouses  rendered 

fit  in  consequence  of  informal  action  by 

the  Local  Authority  or  their  Officers  10 

III.  Action  under  Statutory  Powers  during  the  year: 

(a)  Proceedings  under  Sections  9,  10  and  16 

of  the  Housing  Act,  1936:  None. 

(b)  Proceedings  under  Public  Health  Acts.  None. 

( c)  Proceedings  under  Sections  11  and  13  of 
the  Housing  Act  193^~ 

(1)  Number  of  houses  in  respect  of 
which  Demolition  Orders  were 

made:  4 

(2)  Number  of  dwelling-houses 
demolished  in  pursuance  of 

Demolition  Orders:  None. 

(d)  Proceedings  under  Section  1 2 of  the 

Housing  Act,  1936:  None. 

IV.  HOUSING  ACT,  1936.  PART  IV  - OVERCROWDING. 


(a)  1.  Number  of  dwellings  overcrwwded 

at  the  end  of  &he  year:  113 

2.  Number  of  families  dwelling  therein.  124 

3.  Number  of  persons  dwelling  therein.  800 

(b)  Number  of  new  cases  of  overcrowding 

reported  during  the  year:  2 

(c)  1.  Number  of  cases  of  overcrowding 

relieved  fluring  the  year:  6 

2.  Number  of  persons  concerned  in 

such  cases:  42 


( d)  Particulars  of  any  cases  in  which 
dwellinghouses  have  again  become 
overcrowded  after  the  Local  Authority 
have  taken  steps  for  the  abatement 

of  overcrowding:  None. 

(e)  Any  other  particulars  with  respect  to 

overcrowding  conditions  upon  which  - 

the  Medical  Officer  may  consider  it 

desirable  to  report. 
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SECTION  "E" 


INSPECTION  AND  SUPERVISION  OP  FOOD. 

(a)  MILK  SUPPLY 

During  the  year  the  following  work  has  been  carried 

out:- 


Visits  146 

No. of  Cowsheds  entirely  recon- 
structed. 8 

No.  of  Cowsheds  partially  -do-  4 

No.  of  defects  found.  118 

No.  of  structural  alterations 

carried  out  hy  request.  34 

No.  of  sheds  limewashed  "by 

request.  8 

No.  of  requests  for  removal  of 

manure  carried  out.  10 

No.  of  requests  for  new  utensils 

carried  out  etc.  3 


(h)  1.  Samples  of  food  taken  foranalysis  - none 

2.  Samples  of  food  found  to  he  adulterated  - none 

3.  Slaughterhouses,  shops,  stalls,  vehicles  and  other 
places  where  food  is  prepared  are  regularly  inspected 
hy  the  Veterinary  Inspector. 

4-  Samples  of  water  taken  for  analysis  - 30 

5.  Samples  of  water  condemned  as  unfit  for 

use.  20 

6.  Houses  disinfected  21 

MEAT  is  inspected  hy  the  Council’s  Veterinary  Surgeon 
hut  no  details  regarding  the  number  of  carcases  inspected  or 
condemned  have  heen  kept. 


SECTION  "P” 

PREVALENCE  OP,  AND  CONTROL  OVER,  INFECTIOUS  & OTHER  DISEASES. 

There  was  ho  serious  epidemic  of  any  infectious  disease 
during  the  year.  No  action  was  taken  to  shorten  the  stay  of 
uncomplicated  cases  of  scarlet  fever  or  to  replace  hospital; 
treatment  hy  nursing  and  supervision  at  home.  Hospital 
accommodation  has  heen  used  to  the  hest  advantage  and  all 
patients  notified  as  suffering  from  either  Scarlet  Fever  or 
Diphtheria  have  heen  admitted.  No  vases  either  of  Measles 
or  Whooping  Cough  have  heen  admitted  to  the  Infectious 
Diseases  Hospital  and  no  steps  have  heen  taken  to  provide 
artificial  immunisation  against  Diphtheria  in  Hospitals, 
Residential  Institutions  or  in  Schools.  Measles  serum  for 
prophylaxis  or  attenuation  has  not  heen  used  in  the  District. 
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NOTIFIABLE  DISEASES  DURING  THE  YEAR  1937- 


Disease 


Total  Cases  Cases  admitted  TOTAL  Deaths. 

Notified.  to  Hospital. 


Small  pox 

Scarlet  Fever  7 7 

Diphtheria  20  20 

Enteric  Fever  (including 
paratyphoid) 

Puerperal  Fever 

Puerperal  Pyrexia  2 1 

(The  other  case  was 
in  hospital  when 
notified) 


2 


Other  Diseases  generally 
notifiable. 

Erysiplas  - 

Other  Diseases  notifiable 
loaally. . . 

AGE  GROUPS  OF  CASES  OF  INFECTIOUS  DISEASES  NOTIFIED  DURING 

THE  YEAR  1937- 

Scarlet  Fever . 


No  cases  of  Scarlet  Fever  of  under  one  year  were  notified. 
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(a-)  PREVENTION  OP  BLINDNESS. 


No  action  has  "been  taken  under*  Section  66  of  the 
Public  Health  Act,  1925?  for  the  prevention  of  blindness  or 
for  the  treatment  of  persons  suffering  from  any  disease  of,  or 
injury  to,  the  eyes. 

(b)  TUBERCULOSIS. 

No  action  has  been  taken  under  the  Public  Health 
(Prevention  of  Tuberculosis)  Regulations,  1925?  or  under  Section 
62  of  the  Public  Health  Act,  1925?  or  under  Section  172  of  the 
Public  Health  Act,  1936. 

TUBERCULOSIS. 


New  Cases  and  Mortality  during  1957. 


Age 

Periods. 

New  Cases. 
Respiratory.  Non 

-Respratory. 

Deaths. 

Respiratory.  Non  Respiratory 

M.  P. 

M.  P. 

M. 

P.  M.  P. 

1 5-20  yrs. 

2 1 

1 1 

20-35  " 

2 1 

1 

1 

45-65  ” 

or  over. 

1 

TOTALS. 

4 3 

1 

2 1 

There  were  no  bon-notified  deaths  from  Tuberculosis 
reported  during  the  year* 

There  has  been  no  neglect  or  refusal  to  notify  cases  of 
Tuberculosis. 


I am,  Gentlemen, 

Your  obedient  Servant, 

( Snd) . R.H. SPENCER. 

District  Medical  Officer  of  Health. 


